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TAGS: ASEC, ASUP 

SUBJECT: SELF BREATHING APPARATUS 

REF; RABAT 03952 

1 . PRICE OF STANDARD SCOTT AIR PACK WITH THIRTY MINUTE 
CAPABILITY, IS 585.00 DOLLARS. EXTRA CYLINDERS ARE 
AVAILABLE FROM FARGO INTERNATIONAL AT 125.00 DOLLARS 
EACH AND MARYLAND FIRE EQUIPMENT AT 137.50 DOLLARS EACH. 

THIS TYPE OF EQUIPMENT USE RECHARGEABLE OXYGEN CONTAINERS, 

AND, THEREFORE, IS SUITABLE ONLY IF THE POST HAS THE 
CAPABILITY TO RECHARGE AND MAINTAIN THE CONTAINERS. 

2. A SELF BREATHING APPARATUS, CALLED CHEMOX, WHICH DOES 
NOT USE OXYGEN CONTAINERS IS MADE BY THE MINE SAFETY 
APPLIANCE CO., PITTSBURGH, PA. THIS UNIT COSTS APPROXI 
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MATELY 560 DOLLARS. THE UNIT COMES WITH A CASE AND TWO 
CANISTERS. THE REPLACEMENT CANISTERS HAVE A ONE HOUR 
CAPABILITY AND COST 32 DOLLARS EACH. THE CANISTERS MAY 
BE REPLACED WHILE THE UNIT IS IN USE. 

3. FARGO INTERNATIONAL IS FORWARDING LITERATURE, COSTS, 

ETC. ON SEVERAL SELF BREATHING APPARATUS FOR YOUR 
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CONSIDERATION. FARGO CAN PROVIDE THE CHEMOX EQUIPMENT. 

MARYLAND FIRE EQUIPMENT CORP., ROCKVILLE, MD. ONLY DEALS 
IN SCOTT AIR PACK AND IS SENDING INFORMATION ON THAT 
EQUIPMENT. MINE SAFETY APPLIANCE, PITTSBURGH, PA. IS 
MAILING COMPLETE DATA REGARDING THEIR PRODUCTS. VANCE 
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